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CENTRAL INTELLIGENCE AGENCY 
PROPOSED OFFICE BUILDING 
N-182 

LANGLEY, VIRGINIA 


ADDENDUM NO. 1 TO OUTLINE SPECIFICATIONS 

for 

HEATING, VENTILATING AND AIR CONDITIONING WORK 
JANUARY 31, 1958 
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Architects 
New York City 
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Job #N-l82 
January 31* 1958 

ADDENDUM NO. 1 TO OUTLINE SPECIFICATIONS 

for 

HEATING, VENTILATING AND A IE CONDITIONING WORK 


ART H-06 

Par c. Item 3.(c)* 2nd and 3rd lines* delete "containing 
(30) thirty or more people." 4th line., delete "twenty" and 
substitute "80" . 
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